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In seguito ai problemi di ossidazione sui contatti delle sonde riscontrati su alcuni gruppi frigo Starfood 
e dopo una attenta analisi, si e osservato che il problema era causato dal deposito di condensa sui 
contatti della sonda hot gas tra la guaina isolante ed il cablaggio della sonda (Fig. 1). 

Per eliminare il problema le sonde sono state posizionate in modo diverso e le guaine sono state 
allungate. 

Pertanto, nel caso di gruppi frigo che presentassero questo tipo di problema, si consiglia di 
capovolgere la sonda hot gas, come indicato in Fig. 2. 

In consequence of oxidation problems on probes connections noticed on several Starfood cooling 
units, after some tests, we were be able to observe that it was caused from condensate deposit on hot 
gas probe connections between the insulating sheath and the probe wiring (Fig. 1). 

To avoid the problem, probes have been positioned in a different way and sheaths have been 
lengthened. 

Therefore, if some cooling unit should have this kind of problem, we suggest repositioning the hot 
gas probe, as shown in Fig. 2. 
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